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The Mint of the United States at Philadelphia, 

Superintendent’s Office, 

Chicago, 

May 24, 1893 

Col. O.C. Bosbyshell 
Supt. U.S. Mint, Phila. 

Dear Sir 

I send you by registered mail the last collar which was sent out. I did not try it in the 
press until yesterday and found that owing to it not being counter bored enough underneath the 
lower die would not raise enough it is thus [see sketch in original letter] and should be thus [see 
sketch in original letter] will you be kind enough to have the alteration made and bring it out 
with you and oblige. 

Yours Very Respectfully 
N.S. Beekley 



